The Nile Waters

of Public Works maintains an engineering organization
in the Sudan. Since the studies for the Gebel Aulia Dam
culminated in a final design tbe engineers have concen-
trated on a project comprising a dani at Lake Albert
and a canal to divert a large part of the low season flow
from what is known as the Sudd region of the White Xile.
These two works form integral components of a single
conservation project, since neither would yield anything
approaching its full value without the other. The works
would be on a large scale, needing perhaps ten or twelve
years to complete. The hydraulic factors are somewhat
intricate, and the Sud4 region is an unfavourable terrain
for engineering surveys. It may therefore be several
years before the various alternative alignments for the
canal have been fully examined, and the project takes
its final shape.

The Egyptian authorities also maintain an elaborate
system of hydrological study, involving recording of
gauges and measurement of discharges at many points
on the course of the Kile and its tributaries. These
provide the data not only for new projects, but also for
the annual filling and emptying programmes of the com-
plete reservoirs, and for the general conduct of irrigation
operations in Egypt,
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